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SUMMARY ANALYSIS 

REMOTE VIEWING (RV) SESSION D-53 


1. (S/NOFQRN) This report documents a remote viewing session conducted in 
compliance with a request from SOD, J3, OJCS, Pentagon, Washington, DC. The 
purpose of the session was to provide information relevant to the hostage 
situation in Iran. 

2. (S/NOFQRN) The remote viewer’s impressions of the target are provided as 
raw intelligence data, and, as such, have not been subjected to any intermediate 
analysis, evaluation or collation. Interpretation and use of the information 
provided is the responsibility of the requestor. 

3. (S/N0F0RN) The protocol used for this session is detailed in the document 
Grill Flame Protocol, AMSAA Applied Remote Viewing Protocol (S), undated. 

4. (S/N0F0RN) Following is a summary of the viewer's impressions during the 
remote viewing session . 
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SUMMARY: D-53 (22 1400 Sep 80) 

1. (CONFIDENT IAL/N0F0RN) Source reported information concerning target area 

» 

2. _ (C0NFIDENTIAL/N0F0RN) Source stated that there was absolutely no activity 
taking place at this location, at this time. 

3. (S/N0F0RN) Source could find no personnel at this location, neither hos- 
tage nor Iranian. 

4. (U) Source did not provide any drawings concerning this mission. 

5. (U) Interviewer note: Source appeared to have difficulty accessing this 

target. 
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